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RB 92700-10750-102 TORQUE ADAPTER 


NOTES: 
1) MATERIAL: SNAP-ON#FRDH121 OR EQUIV 
2) HEAT TREAT: N/A 
3) FINISH: CHROME PLATE PER QQ-C-320 TYPE 2 CLASS 1 
4) TOLERANCES: X.X = +/-0.1" / +/-1° 
X.XX = +/-0.01" / +/- 0.5 ° 
X.XXX = +/-0.005" / + /-o .r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) BREAK SHARP EDGES: 0.005" TO 0.010" 
7) IDENTIFICATION: IDENTIFY PER QSI 044 METHOD 6.6 OR 6.7 OR 6.8 
8) REMOVE FACTORY MARKINGS ONLY IF NECESSARY 
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